296 S. D. KIMBARK’S CATALOGUE 


HALL’S 

PATENT SUDDEN GBIP VISE. 



Is a perspective view of the Vise, showing- the position of the handle when ready 

to open the Vise. 



Fig . 0 . 

Is a perspective view of the Vise, showing the position of the handle when the 
jaws securely grasp the work. 


. $14 00 
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